From: 

Sent: 

To: 

Subject: 


Robinson, Kristine <Kristine.Robinson@childrens.harvard.edu> 
Thursday, August 23, 2012 10:58 AM 
'Katie Kraemer'; Corbett, Kate (DPH) 

RE: 


I think so..i don't know much about it..i just know that it is at 1 and in the auditorium. 
I keep doing my hair and makeup ..nothng is helping the ugliness 
Kristine Robinson 


A 


Please consider the environment before printing this e-mail 


**** Please note that I will be going out on 
2013**** 


towards the end of September, and will not be returning to the office until January 2nd, 


From: Katie Kraemer [mailto 
Sent: Thursday, August 23, 2012 10:54 AM 
To: Robinson, Kristine; Kate ( DPH) Corbett 
Subject: Re: 

and it's supposed to be just from 5pm - 10pm so that's good too. I dont have to "close", 
kris, are you guys getting lunch for yourMtf 


From: "Robinson, Kristine" <Kristine.Robinson@childrens.harvard.edu> 

To: 'Katie Kraemer' Kate ( DPH) Corbett <kate.corbett@state.ma.us> 

Sent: Thursday, August 23, 2012 9:53 AM 
Subject: RE: 

That is PERFECT!!! 

Kristine Robinson 


A 


Please consider the environment before printing this e-mail 


**** please note that I will be going out on I 


Itowards the end of September, and will not be returning to the office until January 2nd, 2013* 


From: Katie Kraemer [mailto: 

Sent: Thursday, August 23, 2012 9:43 AM 
To: Robinson, Kristine; Kate (DPH) Corbett 
Subject: Re: 


picked up the shift - hahahaha 

I am definatley going down to my dad's next week so I can use the extra money for the flight. 
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From: "Robinson, Kristine" <Kristine.Robinson(@childrens.harvard.edu> 

To: 'Katie Kraemer' Kate ( DPH) Corbett <kate.corbett@state.ma.us> 

Sent: Thursday, August 23, 2012 8:28 AM 

Subject: RE: 

LOL 


Kristine Robinson 




Please consider the environment before printing this e-mail 


**** pi ease no te that I will be going out on I 


(towards the end of September, and will not be returning to the office until January 2nd, 2013**** 


From: Katie Kraemer | ni;nlu>^f^j^|g|g||9mSI 
Sent: Thursday, August 23, 2012 8:28 AM 
To: Robinson, Kristine; Kate ( DPH) Corbett 
Subject: Re: 

yea...after going online just now and paying my bills i sent him an e-mail asking if he had any takers yet. it was a first come-first serve 
tiling, hahaha 


From: "Robinson, Kristine" <Kristine.Robinson@,childrens.harvard.edu> 

To: 'Katie Kraemer' Kate ( DPH) Corbett <kate.corbett@state.ma.us> 

Sent: Thursday, August 23, 2012 8:16 AM 
Subject: RE: 

But 150....it is tempting!!!!!!!!!!!!!!!!!!!!!!!! 


Kristine Robinson 




Please consider the environment before printing this e-mail 


**** Please note that I will be going out on I 


towards the end of September, and will not be returning to the office until January 2nd, 2013**** 


From: Katie Kraemer | mnilioBBSSHHMEBHSI 
Sent: Thursday, August 23, 2012 8:16 AM 
To: Robinson, Kristine; Kate (DPH) Corbett 
Subject: Re: 

FUN - presents at work!! 

I need to go get some wrapping paper and cards and stuff either tonight or tomorrow night. 

I got an e-mail from g23 that they are desprate for a hostess tomorrow night and they are offering $150 bucks cash....I am debating 
taking the shift. Its restaurant week so they are super busy I guess, it's just that there is no one there that I know anymore.. .all the 
managers are different. If like Alex was going to be there -1 would go. But I just know Yamiik... I am not even sure Jason will be there 
because I saw something on his FB that he is going on vacation. 


2 
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From: "Robinson, Kristine" <Kristine.Robinson(@,childrens.harvard.edu> 

To: 'Katie Kraemer' Kate ( DPH) Corbett <kate.corbett@state.ma.us> 

Sent: Thursday, August 23, 2012 8:11 AM 
Subject: RE: 

Ahahaha.that show is hilarious... can you believe the mom is only 32!—!!!!! they are all nuts. 

I was dying when you said it was Sharon! Hast night I went home and then went and cut my nana’s hair.. .that's about 
it..nothing exciting.watched BB. 

Today is my shower at work... so that will eat up the afternoon which is GREAT and then tomorrow is FRIDAY!! 
YIPPPEEE 


Kristine Robinson 




Please consider the environment before printing this e-mail 


Please note that I will be going out on 



towards the end of September, and will not be returning to the office until January 2nd, 2013**** 


From: Katie Kraemer [ mail to 
Sent: Thursday, August 23, 2012 7:58 AM 
To: Robinson, Kristine; Kate ( DPH) Corbett 
Subject: 

good morning ladies 
how is everyone today? 

I am fine. Nothing exciting to report. Went home and sat for a bit and then took ronin for a walk and derek went to the grocery store 
and dien he made dinner and I made die rounds w/ die neighbors for a bit giving out tomatos and dien we had dinner and watched tv. 
OMG it is die funniest diing diat Honey Boo Boo is basicly Sharon - hahahahah Obvously Honey is older but diey have die same face 
and body. We watched some of that last night and then taped die later episode because I wasn't going to stay up for it. hahahaha I love 
that she loves her pig! 
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